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But first, 
уе another one of 
my primer formulas for 
you to try, if you'd 
be so kind. 


Ah, artha.. $ 
Р 


almost ready 
for a test of 
the device 


| wonder 
if this is going 
to make me 
orgasm when 
| sneeze like 
the last 
one? 





Because 
| believe we're 
almost ready to 
begin calibrating 
the device. 


Something 
wrong, Martha? 


No Dr. Cerulean. 





But Dr. Cerulean... pep 


И You need not ~ 
be concerned about 
_ {пе calibration 

process, Martha 4 


| It wasn’t ` 
С K that Dr. Cerulean. . 





Lets get i 
started then. У 
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Just go over 
to the primary 
console, if the 
dials go into 
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У abort the \ | 
calibration. 























Martha! 


mc 

b =; 
Pu 
EL 
сэ 
+ 

цэ 








То Be Continued... 
Additional issues are available at The Breast Expansion Story Club. 


http://www.bestoryclub.com 


